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It is not my purpose to discuss the relative merits of 
various forms of treatment; however, I do feel that electro-surger 
is making rapid strides, and that if it is used judiciously and 
intelligently, it presents a mode of treatment that is superior to all 
others. 


Electro-surgery offers two methods of attack in the treat- 
menu Of tie cervix, -one is by means of the cutuing current exompil- 
fied by the Hyams conization method, and the other by means of 
coagulation. 


Conization, by means of cutting current, removes the necrotic 
area tYom the fcanal, while coagulation depends, for its aetion, on its 
thermal penetration, thereby causing a thrombosis of the vessels and 
@ MeCcrosis of the proliferating cells. <There is algo 4@ dehydration of 
the tissucs and a sterilization which extends beyond and deeper than 


e 


the visible coagulated area 


I should like to emphasize that the minimum amount of current 
is all that is nceded at any time, and that the color that should be 
nroduced is the described creamy white. In purchasing a machine, one 
should be sure that it will give the minimum amount of current to pro~ 
gucs the above color. 


Several times in coagulating I have had patients call me 
about ten days later to tcll me that they are blecding, and on 
examination I have found a slough which could be removed by forceps. 
this means that they were coagulated too severely; and that carboniza- 
tion took place, and not coagulation. 


Coagulation, if carefully performed, produces no scar forma- 
tion, and the healed result conforms very closely to the ori iginal 
normal cervix. - 


In our effort to eradicate endocervicitis, every effort should 
be made to deal with this condition intelligently and-thoroughly. A 
cervical examination should be made of every patient that seeks relief 
from a leukorrhea discharge. | 


Coagulation offers us a safe and thorough mode of treatment, 
and by its careful use in the trained practitioner's hands, will restcre 
damaged cervices to a normal and healed condition. 
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